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A. 3058. 

B. 


815 FT, EACH SIDE; 


(MSN 3054 ) . 

C. 4 SEP/0 730Z, L.A, INT. 

I 

D. 


E . 
F. 
G„ 


2,100 FT 


UNITED FLT 94. 

ROCHESTER, ETA 1225L, 4 SEP, 

4 65 LBS, 23 CU, INCLUDING 2 3 BOXES, ONE POUCH. 


H, NEGATIVE 
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